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DE APPR. 
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SHEET 1 OF 1 


DESIGN 


CHECKED 
MFG. APPR. 
D4025 


1 


SCALE 
FUEL SENDER 


DART AEROSPACE LTD 


DRAWING NO. 


TITLE 
APPROVED 


HAWKESBURY, ONTARIO, CANADA 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


D4025-3 GASKET 
D4025-X FUEL QUANTITY SENDER 


L 


NEW ISSUE 


23.62 
FORSTER INSTRUMENTS 


11.10.04 
ADDED -3, CORRECTED -1 INFO 


6) IDENTIFICATION: IDENTIFY WITH DART P/N "D4025-X" AND B/N USING FINE POINT PERMANENT INK MARKER 


10.02.05 


PB-1 


RECEIVING INSPECTION REQUIREMENTS: 


DATE 


HS 


2.5 


BY 
DESCRIPTION 
REV. 


1) MATERIAL: N/A 


224-260 


5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 


D4025-5 - 0.37 lbs 


A 


1.5 OHMS 
N/A 


s 
0.39 lb 


SPECIFICATION CONTROL DRAWING 


D4025-3 - 0.01 lbs 


3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 


PB-1 


2) FINISH: N/A 


NOTES: 


7) WEIGHT: D4025-1 - 


1) REMOVE TRANSPORT PIN AND INSPECT FOR VISUAL DAMAGE 


4) UNITS: INCHES UNLESS OTHERWISE NOTED 


2) OVERALL CYLINDER LENGTH - SEE TABLE 


2.5 OHMS 


3) HOLD IN VERTICAL POSITION AND MEASURE RESISTANCE READING FOR LOWER LIMIT 
4) ROTATE 180° AND MEASURE RESISTANCE FOR UPPER LIMIT 


85.3 


DART PART 
NUMBER 
DESCRIPTION 
MANUFACTURER 
MANUFACTURER 
PART NUMBER 
POSSIBLE SUPPLIER 
SUPPLIER 
PART NUMBER 
LENGTH 
"L" 
LOWER 
RESISTANCE 
LIMIT 


UPPER 
RESISTANCE 
LIMIT 
MATERIAL 


D4025-1 
FUEL QUANTITY 
SENDER 
VDO SIEMENS 
224-011-000-650 
FORSTER INSTRUMENTS 
224-265 
25.59 
82.2 2.5 OHMS 
2.5 1.5 OHMS 
N/A 


D4025-3 
GASKET 
VDO SIEMENS 
N/A 
FORSTER INSTRUMENTS 
226-053 
N/A 
N/A 
N/A 
RUBBER 


D4025-5 
FUEL QUANTITY 
SENDER 
VDO SIEMENS 
224-011-000-600 


DART AEROSPACE 
PART NUMBER 
JOHN CAMERON AVIATION 
PART NUMBER 
D4025-1 
VDO-M47-JCA 
D4025-3 
N/A 
D4025-5 
N/A 


2.80 


0.217 
5 PL 


